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oy T 


16 February 1956 

SVCR/.HDTJ* FOJR; Chief, Real Estate A Construction Division 

ATTEKTIOH: 

SU3J-SCT: Request for Materials 


1. Pleas* install in the secure area on ths 5th floor, 1717 

H Street Kb, which is entered through Rood Ko. 54b, the following: 

1 ea. , Extinguisher, fire, C02, 25 lb., with wall 
mounting bracket 

1 ea. , Extinguisher, fire, soda-acid, with wall 
counting bracket 

2. "lease advise this office when delivery of these it erne is 
effected. 


CFbjhpe (16 Feb 56 ) 

Dist: Orig A 1 - Addressee, Cys 
cc - LO, cy 3 
- Chrono, cy 4 


director of Materiel 

1,2 FCS/DC1 
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